WASHINGTON  CATHEDRAL 
Mount  Saint  Alban,  Washington,  D.  C. 
General  Robert  E.  Lee  Window,  one  of  two  glow- 
ing windows  in  the  Lee-Jackson  Memorial  Bay  of 
the  Cathedral  Nave.  This  bay  was  the  gift  of  the 
United  Daughters  of  the  Confederacy  in  the  United 
States. 
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